BELL SYSTEM PRACTICES SECTION 040-641-701 
Plant Series Addendum 1, June, 1964 
' AT&TCo Standard 


a 


KS-5639 DOUBLE COIL, MULTICONTACT CONTROL RELAY 
REQUIREMENTS AND ADJUSTING PROCEDURES 


1. GENERAL 


1.001 This addendum supplements Section 
040-641-701, Issue 1. 


1.002 This addendum is issued to specify the 

use of KS-19578 Li trichloroethane 
wherever KS-8372 trichloroethylene is now spec- 
ified. The same precautions that apply for 
KS-8372 trichloroethylene shall apply to the 
KS8-19578 Li trichlorocthane. 
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